1941 Line Up Phila Stars 


Dave Campbell or 
John Duckett 


Roy Parnell--------------~=-. --lf. 
Gene Senson---~-------~---------cf. 
Pat Patterson- 

Jin 

Larnie Jordan 

Zollie Wright or-- 

Bill Cooper or 

Clarence Palm --- 

Henry MeHenry-------~------=-=p. 
Lefty Valker =- 

Chet Brewer 

Joe Pillmore -------------- —=De 


Chester Buchanen------~-<--<-<p,. 


Henry Miller. 


